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13 November 1973 


Dear Mr. Secretary: 

Many thanks for the invitation to ride to 
Philadelphia for the Army/ Navy game on the 
special train that has been arranged for the 
occasion. To my regret 1 will be unable to 
attend the game, my presence here being required 
in the Director's absence. I much appreciate 
your thoughtfulness in extending the invitation. 

With every good wish. 

Faithfully, 


Vernon A. Walters 
Lieutenant General, USA 


Honorable H. H. Callaway 
Secretary of the Army 
Washington, D. C. 20310 
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